The  First  Lutheran  congregation  originated 
irom  the  former  St.  John's  Evangelical  (pre- 
sent) Church.  The  original  St.  John's  was 
organized  June  6,  1893,  dedicating  this  build- 
ing October  9,  1927.  Present  First  Lutheran 
Church  reorganized  Jan.  17.  1934.  Member- 
ship 400. 
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